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2) FINISH: N/A 


5) BREAK SHARP EDGES: N/A 


SEE TABLE 


3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 


SPECIFICATION CONTROL DRAWING 


6) IDENTIFICATION: IDENTIFY PER QSI 044 6.1 
7) WEIGHT: 


D4701-X EMERGENCY LED LIGHT 


4) UNITS: INCHES UNLESS OTHERWISE NOTED 


NOTES: 


1) POSSIBLE SUPPLIER: SEE TABLE 
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DART 
PART NUMBER 
DESCRIPTION 
POSSIBLE 
VENDOR 
VENDOR 
PART NUMBER 
VOLTAGE 
CONFIGURATION 
POWER 
CONNECTOR 
LIGHT INTENSITY 
MIN. 
A 
B 
C 
D 
E 
F 
WEIGHT 
MAX 


D4701-1 
EMERGENCY 
LED LIGHT 
AVIATION SOURCING 
SOLUTIONS 
0460155-1 
6 VDC 
6 VDC, 570 mA MAX 
AMP 1-640 508-0 
15 cd 
6.39 
2.45 
4.55 
0.85 
1.14 
0.19 
113 G/0.25 lb 


